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3.83 

WATERING. 

Water receptacles must be kept clean and sanitized in accordance with methods provided in §3. 84(b) (3) of this subpart 

*** The water receptacles for the lemur are rusty, and it needs to be changed. 

Correct by: 8/30 


3.125 ( a ) 

3.125 REPEAT NCI 

FACILITIES, GENERAL. 

(a) Structural strength. The facility must be constructed of such material and of such strength as appropriate for the animals 
involved. The indoor and outdoor housing facilities shall be structurally sound and shall be maintained in good repair to 
protect the animals from injury and to contain the animals. 

**** The shelter for the Deer has a wooden board that is chewed and it needs to be repaired. 

Correct by: 8/30 

***The Bison’s shelter has deteriorated wood on the front and the sides. The roof has loose shingles. The foundation has 
cracks. The structure of this shelter is now in question regarding safe safety for the animals. This item has been addressed 
twice previously. 

***The shelter for the three Fishers has a chewed wood in the back of the shelter that need to be replaced. 


3.127 ( a ) REPEAT NCI 

3.127 ( c ) REPEAT NCI 

FACILITIES, OUTDOOR. 

(a) Shelter from sunlight. When sunlight is likely to cause overheating or discomfort of the animals, sufficient shade by 
natural or artificial means shall be provided to allow all animals kept outdoors to protect themselves from direct sunlight. 
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**** The shelter for the yaks is too small to hold the three animals at the same time. Need to provide bigger shelter for the 
animas to protect them from inclement weather. 


'*** The shaded are for the lions that is provided by the trees is not enough for the lions to have enough space away from the 
direct sunlight. 

(c) Drainage. A suitable method shall be provided to rapidly eliminate excess water. The method of drainage shall comply 
with applicable Federal, State, and local laws and regulations relating to pollution control or the protection of the environment. 

***The enclosure that contains the Sika deer is muddy; the dry area is too small Need to establish better drainage system 
that alleviates this problem in accordance with the local laws and regulations. 


3.129 ( b ) 

FEEDING. 

Food receptacles shall be kept clean and sanitary at all times. If self-feeders are used, adequate measures shall be taken to 
prevent molding, contamination, and deterioration or caking of food. 

*** The feeding area where the feed for the Mouflon sheep is kept is dirty and it has accumulation of animals waste. This are 
must be maintained to assure that the animals are provided with clean feed. 

Correct by; 8/10 


3.130 

WATERING. 

All water receptacles shall be kept clean and sanitary 

*** The water receptacles for the Mouflon sheep is rusty and it need to be changed. 
Correct by: 8/17 


3.131 ( c ) 

3.131 ( d ) 

SANITATION. 

(c) Housekeeping. Premises (buildings and grounds) shall be kept clean and in good repair in order to protect the animals 
from injury and to facilitate the prescribed husbandry practices set forth in this subpart 

*** The Syrian bear's pool is in need of water treatment to remove the greenish discoloration of the water. Maintenance of the 
pool is important to provide clean water for the animals. 

Correct by: 8/1 5 
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(d) Pest control. A safe and effective program for the control of insects, ectoparasites, and avian and mammalian pests shall 
be established and maintained, 

*** The Enclosure where the Himalayan bear has too many insects that fly around the bear, need to have an effective 
measures taken to alleviate this problem. 

Correct by: 8/15 
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